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la General &fisio karras 2 Chief of Staff of the Italian Army** will shortly 
replace General Claudio Trezaani as Chief of Staff for Defense o 

2o General Srnesto Cappa P Secretary General of the Italian Arxay^ will re- 
portedly be appointed as General karras® successor* 

3« According to General JUarras^ he is well-satisfied with the qualifi- 
cations of his successor who has been recommended by Italian iJLnister 
of Defense Randolfo lacciardi and General karras himself 0 
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